On  Gauges

In consequence of the absurdities and anomalies existing
in our present system of gauges, we recommend the use of
the inch as a unit of measurement.

There are in use at the present time three standard gauges.

It may be possible to make one gauge to any of these
standards which shall be so accurate as to defy the detection
of an error, and with the same care it may be possible to
make a thousand such gauges; but every mechanic, and
eyery person accustomed to making accurate measurements
of the best work, knows that it is simply impossible to
obtain absolute accuracy in such pieces of work when
produced in large quantities, and it is impossible commercially,
on account of the cost.

We therefore recommend the use of the micrometer sheet
metal gauge, which measures thousandths of an inch very
accurately, and a skilled mechanic can determine even a
quarter of a thousandth with precision.

